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07 THE CNJTSO STATES SJStnSCJ TSB 0F*AHTN<J OP 
[■l DS 5 «a 5 AND 82. AS ASSKDEB. CIS ?BAT13«raSlOa OB TUB 
! l 07 IT3^ SOt J7EHV3 JE AU7 tUBBSa VO AH USACHJOa^D 7ER30B SS PEG- 

{ I Fissnno £V tac. snpKoouenen 07 rr.is t-onti is gaosioit Ep. 

4 <£ ■ ■ ■ ^ « a s txr9* >?m&Z ZSQBi 


THIS is UNEVALUATED INFORMATION 


T Thp aircraft ent-ine reoair plant was in the southwestern part of Gauchxna 

' Krasnoc^arieisk) ( 30°0? * E/59°3U' K ) , Leningrad Oblast. The tost stand of ^ 
nlant ’-ms at the southwestern corner of the railroad station. Co~P,.s and. So x . 
workers called this plant an aircraft ongine plant. Civilians and air xcice 
soldiers were employed,. 

2. Between U- and $0 overhauled engines were shipped from the test stand every 
'neck, They were packed in boxes 120x70x50 cm. * 

* I IcocEOTit. The composition of the plant's work force would seen to indicate 

H5± iVis "tfVoraft engine plant" was a Soviet Air Force repair plant, no con- 
clusions cal' be drawn from the size of the shipping crates. These boxes would 
be adequate for motor vehicle engines, but it is assumed that the measurements 
, arc incorrect tad that actually aircraft engines were repaired at une plant,. Th, 
latest report on the Gatchina (Krasnogverdeisk) airfield, which wa s occupied by 

a badger unit- does net r.ontion an aircraft engine repair plane a | — 1 

However * other information dating up to December 19a7 mentioned an aircrai 
engine repair plant ir. Gatchina, saying that three shifts were worsen aid tne 
noise of t as tod aircraft was heard day and nifhto 
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